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TAGS: BEXP, JA 

SUBJECT: U.S. DESIGN ENGINEERING CATALOG EXHIBITION AT "DES/JAPAN 11 

SUMMARY REPORT 

REP: STATE A-9166, SEPT. 9, 1972; MEMO FROM CATALOG EXHIBIT SECTION, 
DIBA, AUGUST 2, 1977. 

1. POLLOWING ARE THE RESULTS OF U.S. DESIGN ENGINEERING CATALOG 
EXHIBITION HELD AS PART OP DESIGN ENGINEERING SHOW - JAPAN 77 
(DES/JAPAN 77), TOKYO, SEPT. 2 - 6, 1975 FIGURES ARE ALSO 
INDICATED FOR COMPARISON. 

1977 1975 

A. NUMBER OF U.S. FIRMS SUPPLYING CATALOGS 185 232 

B. NUMBER OF VISITORS TO CATALOG 
EXHIBITION: 

1) TOTAL (ESTIMATED) APPROX. 10,000 APPROX. 8,00 

0 

2) REGISTERED (AND ACTUALLY REQUESTING 

CATALOGS) 591 561 

C. TOTAL NUMBER OF CATALOGS REQUESTED 

BY ALL REGISTERED VISTORS: 4,415 3,349 

D. NUMBER OF EXHIBITING U.S. FIRMS 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 TOKYO 13945 120230Z 

RECEIVING CATALOG REQUESTS 185 232 

2. COMMENTS: 

DESPITE FACT THAT TOTAL NUMBER OF AMERICAN PARTICIPANTS 
WAS SMALLER BY ABOUT 20 PERCENT THAN FIGURE IN 1975, AND 
CLAPP & POLIAK'S BUDGET FOR BOOTH CONSTRCTION, DISPLAY RACKS, 

AND CARPETING WAS REDUCED FOR THIS YEAR'S EVENT, 1977 
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RESULTS SURPASSED THOSE OE 1975 IN TERMS OE NUMBER OF 
VISITORS REQUESTING CATALOGS AND TOTAL NUMBER OE CATALOGS 
REQUESTED. SEVENTY PERCENT OE ALL AMERICAN 
EXHIBITORS WERE NEW-TO-MARKET EIRMS WHICH DREW 
CONSIDERABLE ATTENTION EROM JAPANESE ENGINEERS AND 
NEW PRODUCT DEVELOPMENT OEEICIALS. NOTING THESE RESULTS, 
EMBASSY RELIEVES THAT THIS CATALOG EXHIBITION HAS PROVED 
TO BE HIGHLY EEFECTIVE YET INEXPENSIVE VEHICLE EOR INTRODUCING 
NEW-TO-MARKET U.S. EIRMS TO JAPANESE MARKET. THE ABSENCE OE 
AMERICAN INDUSTRY EXPERT AT EXHIBIT APPARENTLY DID NOT LESSEN 
EVENT'S EEEECTIVENESS. EMBASSY WILL INCLUDE FURTHER COMMENTS 
IN SUMMAR AIRGRAM. 

MANSEIELD 


UNCLASSIEIED 


NNN 
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